Page 1 of 182 


About this document 


References 


This document provides detailed system engineering guidelines, cable 
routing, and connector assignments for the Meridian 1 system signal cabling, 
including Meridian Max and Meridian Mail. This document also includes 
cabling information for upgrade from current SL-1 systems to Meridian 1 
options. Also included are recommended configurations for the Meridian 1 
options 21/21 A/21E, 51, 51C, 61, 61C, 71, 81, and 81C systems, as well as 
migrations from system options 21/21 A/21E, 51/51C, and 61/61C to the next 
system size. 


This document does not cover the Meridian 1 system power cabling. It is 
covered in the NTPs referenced below. 


Appendix A lists all cables used in Meridian 1. Appendix B contains all of the 
cable assignment tables. Appendix C is a cross-reference of the old 
equipment cable codes to the new Product Engineering Codes. 


— Meridian 1 system overview (553-3001-100) 

— Meridian 1 installation planning (553-3001-120) 

— Upgrade engineering (553-3001-150) 

— Meridian I system engineering (553-3001-151) 

— Meridian I system installation procedures (553-3001-210) 
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